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Data File Path 

D:\MSD20\AOUT06\0308\ 


Data File Name 

1780774C.D 


Operator 

23 


Date Acquired 

8/3/200619:45 


Acq. Method File 

MAN27 


Sample Name 

B 178/07 995474 TE 


Vial Number 

6 


Calibration Title 

Quantification du rapport T/E 


Last Calibration Update 

Fri Aug 04 07:32:46 2006 

# 

Peak Tvoe Ret Time 

Signal Name 

1) 

-ISTD 20.99 

301 .3 Methyltestosterone 

2) 

18.56 

432.4 Epitestosterone 

3) 

19.37 

432.4 Testosterone 


Target Response Amount Units 

4098783 100.00 ng/mL 

329392 5.55 ng/mL 

3670090 60.18 ng/mL 


r '! 


Calcul du rapport T/E 




Surface Concentration 
11.1 10.8 


53 
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